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IT IS DESIRED Tb INSTALL SOUND ABSORBING LINING 'IN DUCT WORK 
'AS INDICATED IN OUR LETTER OF* 29 OCTOBER. WE FIGURE AREA 
INVOLVED A36 SQUARE FT. AGAINST CONTRACTOR'S FIGURE OF 730. . 

PLEASE CLARIFY AND ADVISE BY TELETYPE FOR ISSUANCE OF CHANGE 
ORDER. 

13/1537Z 


EU 15A0Z 

y 


Approved For Release 2000/08/28 : CIA-RDP78-04133A0001 001 70026-5 




